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[Abstract:] Relative to annealing furnaces... 

American Gas Furnace Company, 

New York, 

March 9, 1894 

Col. O.C. Bosbyshell, 

Supt. U.S. Mint, 

Philada. Pa. 

Dear Sir: 

I have the pleasure to advise you that the Annealing Furnaces are ready for shipment and 
will be loaded to-day if we can get a car, if not to-morrow or at the latest on Monday. The 
Furnaces are in parts and a considerable amount of miscellaneous material comes with this load. 

I would request that you kindly receive this material on arrival and order its storage wherever 
there is room - preferably in the yard nearest the Annealing Room. 

I must assuage matters before I leave here, and have so much work on hand that I am 
obliged to tax your kindness to this effect, so that I can give my undivided attention to the work 
as soon as material is received, of which be kind enough to have me advised, when I will come at 
once. Not wishing to bring more men with me from here than are necessary. 

I have contemplated the employment of the Mason who has heretofore done your furnace 
work, and should be glad to have him advised. He might at once remove the furnaces which he 
built in the space once occupied by “Brown’s Annealing Furnace”, so as to make room for the 
new ones. 

I would have come personally to make these request and arrangements, but, as stated 
above, I am compelled to utilize every moment of my time, and sincerely hope you will kindly 
assist me to the above extent by giving the needed orders. I remain, Colonel, 

Very Respectfully, 

and Truly Yours, 

for American Gas Furnace Co. 

E.P. Reichhelm 
Pres’t. 



